Out of the beautiful and rustic splen- 
dor of Saint Hill Manor in England, 
came the original 13 highly trained 


Staff Members who headed the all new 


. » American Saint Hill Organization, 
A new ora in Scientology was created, 
It all began with an order from L. Ron 

Hubbard to set up a Saint Hill in the 


a 


“Their Mission's s+? 
To choosé and train professionals to 
head the American Saint Hil! Organiza- 
EIRAS r 


o 

The thirteen were carefully chosen 
and after to weeks of intensive and 
rugged training the small group was 
ready and very eager to begin the job 
thut each had been thoroughly trained 
to do. ite 

On August 10, 1968 the band of 13 
boarded the airplane that was to jet 
them to -America to begin another 


dohapter of thé exciting adventure of 


Upon arrival in the sunny city of 
Los Angeles, California, the. Group 
was surprised and jubilant to-hear the 
news of another first in ‘Scientology 
history, Ron had ordered that a new 
Advanced Organization be situated 
right next door to the Class. IV Los 
Angeles Organization, (The Los Angeles 
Organization has served the city of 
Los Angeles for 12, years, 


The complete road from Intro- 


ductory Lectures to OT. was and 


is attainable in exciting L. A. 


The Sea Org members. of the OT 
Liason Office had made all arrange- 
ments to insure that L. Ron Hubbard’s 
postulate for a new Saint Hill was a 
success. A new, sprawling,- air con- 
ditioned building to house the American 
Saint Hill Organization was leased. 
Word had been sent to all Org’s that 
the new Saint Hill would be in operation 
on che 15th day of August 1968, The 
news. spread like wildfire throughout 
the, United States ‘and Canada and 
shortly thereafter special Briefing 
Course Students and Power preclears 
were trickling into Los Angeles. for 
their next step on the road to Clear. 


On the loch day of August, 1968 
when the thirteen arrived, students were 
waiting to start their Class VI courses 
and. Pes were anxiously: awaiting their 
Auditors. 

But . . the new building would not 
be ready for 5 more days, 


The Sea Org trained thirteen we 
undaunted, ASHO Moot up shop” 84 
the porch of the Los Angeles Org and 
proceeded to get to the business of the 
day: Training the first American. Saint 
Hill Special Briefing Course Students 
and Auditing Power Preclears, | , 

During this time, while the students 
were studying Ron's. greatest gift to 
mankind — Standard Tech, ~ 10 Power 
PCs were released on the fabulous: 
Power Processes, 

On the 17th day of August, 1968 the 
thirteen (plus 8 more Staff Members 
who had been recruited) moved into 
the new building, 

Ron's famous Saint Hill Special 
Briefing Course was begun in a huge, 
well lighted room... with 4 students! 
Six months later there were 846 
American Saint Hill Special Briefing 
Course Students alone. ; 

Since that eventful opening of the 
American Saint Hill students and Pree 
clears from across the United. States 


‘and Canada have been pouring into 


Ron's second Saint Hill for their next 
step on the Road to. Clear, 


Ron’s promise has been fulfilled, 
An American Saint Hil? 18 established, 


Ron 's show is marching down, The 
Road To Total Freedom, 


oe 


r 


count) 


FA 


§ West End Ao., N. V.; Washington, 
souri; Charlotte, No. Carolina and 


8, in the USA for being the 


commission earner’ fot ASHO, 


NEW: YORK for earning the top Org 
Award. $150 worth of books (no dis- 
Aes to both in addition to their 


low. 


AWARD WINNERS 
A. Above $2000 


1. The Solo Audit Course, SHSBC, Org 
Exeo Course, or Clearing Course FREE, 
— award is transferable to family 


or bona fide members of a 


_ centér or Org with which the recipient 
À is connected, 
2. Additional award category for amount 
of commissions earned over $2000, 
2 ALAN WALTER, Principal Fran- 
ise Holder, has been awarded this 
eg plus the additional award category: 


b.). SCIENTOLOGY ORANGE COUNTY 
been awarded this prize plus the 


; X $75 ae $e discount) or 876 
a) Soſentology Puerto Rico. 
dy) Sofentology Salt Lake 


additional. award category J. 


©) H. S. O. NEW YORK has been award- 


ed this prize plus the additional award 
category G. 

B. $1501 to $2000 

J. Solo Audit Course, Org Exec Course, 
SHSBC, or Clearing Course FREE, 
(Transferrable as in A1). 

a) Scientology Santa Clara 

b) Peter and John Imburgia 

C. $1251 to $1500 

1. 50% discount on Solo Audit Course, 
Org Exec Course, SHSBC, or Clearing 
Course (Transferrable as in A-1). 

a) Scientology Vancouver 

b) Scientology Wilshire 

D. $1001 to $1250 

1, $200 discount on Solo Audit Course, 
Org Exec Course, SHSBC, or Clearing 
Course, (Transferrable as in A-1) 


a) Scientology East 

b) Scientology Houston 
©) H. S. O. Los Angeles 
d) Larry Winard 

E. $751 to $1000 


1. $100 in books (no discount) or $100 
discount on SHSBC, 


e) H. S. O. Washington FODC 


b) Scientology Institute of Applied 
Philosophy 


©) Scientology Tarzana 


Pie eng 


$501 to $750 


f) Emma Erickson 
g) Mike Levin 

h) Margaret Joyce 
) H.8.0. Detroit 


G. 3251 to $500 

1. $50 in books (no discount) 

a) Scientology Reno 

b) Scientology Peoria 

©) Scientology Oakland 

d) Scientology Fifth Avenue 

e) Scientology Berkeley 

f) Scientolpgy Ann Arbor 

8) H. S. O. Austin 

i) Smokey Angel 

). Bruce Bishop 

k) Alida Bowman 

1) Al Elgner 

m) Pat Greer 

ny Carol Gale-Solentology 
Tucson 

©) Gene Hobel 

p) Millie Hebert 

q) Jerry Hedin 

r) Ralph Krohn 

8) Gerrie Knight 

t) David Knight 

u) Lester Levenson 

v) Cynthia McAdams 

w) Bob Mazzarella 

x) Leif Magnussen 

y) Tom Rundberg 

2) Ron Ross 

a1) Ken Rains 

b1) Rick Stetzel 

©1)Dolores Stokes 

di) Deon Satterfield 

1) Ralph Steckler 

f1)Margarite Wirick 

g1)H.8.0, Seattle 


H. $151 to $250 

1. $25 in books (no discount). 
a) Scientology Richardson 
b) Dr. Albert Reach 

©) Beientology St. Thomas 
d) -H.S.O. San Francisco 
e) H. S. O. Las Vegas 

f) Charles Angel 

&) Richard Allen 

h) George Broughton 

i) Clarence Boncher 

j) Eric Barnes 

k) Chuck Clark 

1) Ron Condron 

m) Rose Dioguerdi 

n) Barbara Green 

o) Irene Grainger 

p) Peter Gelfan: 

q) Arnie Horner 

r) Danielle Harrel 


. 
) . 


1) Lew Bennet 
R Tom Brown 


1. $51 to $150 


VALJ 
12) Arlette Herring 
ma) Darlis Holm 
n2) Janet Hays 
02) George Harm 
pa) Douglas “Hancock 

12 

D 

t2) 


Fred Hacker 
im Keely 
bert Jones 
u2)0.8. Judee 
v2) Judy Loudermi Ik 
x2)Maurice Lerud 
y2) Lisa Lerner 
22) Alfred Looks 
a3) Walter Lamb 
b3)Carmon Miller 
og) John Mao Enulty 
d3) John McGuire 
e3) Barbara Moores 
f3) Janet Montez 
g3)Stanley Miller 


Scientology West 


e) Scientology Chicago 
f) N. S. O. Johannesburg 
8 323 
) H.8,0, Twingities 
1) Mary mae 
j) Eddie Anderson 
k) Roy Amrein 
) David A 
j) J. L. Bushnell 
n) Dorothy Broaded 
©) Charley Broaded 
p) Neil Brown 
q) Amelia Breit 
r) Al Bomba 
#) Linda Blaine 
t) Marilyn Bishop 
v) Jim Bishop 


h3) Don McFerron 
13) Joel Mayor 

43) Richard Maurer 
k3) Rod Mao'Taggart 
13) Ann MacNaughton 
m3) John Parker 
ng) Artie Patmore 
og) Morton Proctor 
p3) Lola Payne 

q3) David Rosen 
r3) Joan Rosco 
63)Ken Richmond 
t3) Marie Rich 

ug) Bowena Rayonga 
v3) Gerda Studt 
w3)Ralph Swanson 
x3) Terry Shank 

y3) Wm. W. Simmons 
28) Valli Schvelli 
12) Kay Garrison 
k2) Lori Haneock 


v) Aiko Berge 

w) Carl Berney , 
x) Froede] Bagley 
y) Andrew Bagley 
2) Kathy Carman 
a1) Keith Coulter 


04) Adrienne Sundaram 


b4)Henry Struve 

©4) Stanley Stromfield 
d4) Barry Stephenson 
) Maxine Springer 
14) Steve Spencer 


o4 ) Marry Wood 

p4) Pauline Winslow 
41) Don Whittington 
r4) Karl Widmelr 
„Marta White’ 


b1) Bernedette Centola 


t4) Jimmy Wellington 


©1) Kent Clay 

di) Marvin Crane 
) Haze! Clark 

11) Barbara Chandler 
@1)Mia Carlson 

h1) Peggy Dyess 
11) Charles Duan 
j1) Brian Duna 

k1) Geno Eroda 

11) Morton Engstrom 
mi) Hanna Elkin 
nI) Caroline Falono 
©1) Beth Fordyco 
pl)Maude Franchot 
41) Gaynor Pocklin 
71) Jane Fergusson 
) Ray Fellows 

41) Mel Fuller 

u Daniella Frost 
vl) Susan Finch 
w1)Geoffrey Filbort 
x1)Roy Fifield 

VI) Ken Ferguson 
a2)Uoran Green 
b2)Shafee Givo’on 
02) James Glasser 
d) Rose Gruner 

2) Bob Gordon 

12) David Glasser 
82) Pat Gillings 

ba) Margerie Gibbons 
12) Gua Garcia 


84) Leisel Soley 
h4) David Smith 
14) Bengt Skoglov 
140 Hal Seyle 

k4) Whit Whitford 
14) Robert Watters 
m4)R, W. Seneman 
n4) Jim Watson 


u4) Dianne Watson 
v4) Justa De Viller 

w4) George Vlahow 
Carmine Terra 

y4) Lorraine Thornton 
4)Dick Tremble 

Merl Teltleman 

b5) Bob Voutsey 


J. $7.50 to $50.00 

1. $5.00 in books (no discount). 

n) Jamio Gillespie 

b) Lynn Roberts 

©) Poter Rundborg 

d) Sam Rosen 

Thank you for all your good work. 
There is no greater game in the Universe 
than Scientology for it is the only game 
in which overybody wins, And that 
places it far above all other games and 
makes it the game of games where every- 
body gets the ultimate prize of self and 
sound companionship as well. 


L. RON HUBBARD - Founder 


(ne oa 


All other usual | Hill services are 

available at the American Saint Hill 
as ari Auditor, . 3 peor S| 
vo WII. BE PROFESSIONAL training of Saint Hill in’ England, ore 
: - 5 available to you iù America., 


nd | 5 1 eter thé Advances Scheduling 
I SPICKLER * > . 3 ormatlon on 


certainty Sod oon fidbace:ta your 


TERI S F m 3 5 all ASHO services, This is contained 
FAN ROBINEAU A a iw a rull colour brochure explain 
-GEROLD ALE’ f ; ; Housing and rtation needa, 
PAUL ARMSTRONG and also ASHO’s 5% Discount 


JAMES GILESPIB This will be mailed. to you 


BEVERLY MAZZARELLA 8 ae 
l REBECCA ‘JESSUP 5 5 á 9 pee aad 

J. J. JULIAN ° 

BARON BEREZ 

* ENROL TODAY ON THE SAINT 

- RAY MAGONE . 

TOBY PAUL ; 

* - SPECIAL BRIEFING COUR 

JOANNE GROFF 

ED REID oe 

ae FRIDAY HIGHLY TRAINED SCIENTOLOGY AUDITORS, APPLYING STANDARD TECH, 

JACK SHAPIRO ARE THE MOST VALUABLE BEINGS ON THIS PLAN ET 

KEITH COULTER 

HEIDI LOCKWOOD, 

JERRY HOUSER With tho return of the Class VIII Auditors the demand for thousands of trained Scientology Auditors has become intense, 

CLAIRE STONES You are needed now to provide Standard Tech for the multitudes of people demanding it. 

ge on ee Get trained as a Scientology Auditor in your local Aeademy—then take your place on the Saint Hill Special Briefing Course! 

2 Students of the Saint Hill Special Briefing Course receive these dynamic benefits: 

DIANA SAMUELS ® Expert supervision by Clears—under the direction of * 50% discount on Power Processing and Review services, 

BARBARA McKINNON Class VIII Auditors. * Solo Audit training free to obtain your own Grade VI 
r a 5 Learn to apply total Standard Tech without variation on Release. 
Communications to Ron”. all levels to Class VI with flawless results on preclears * Earn the respected Hubbard Senior Scientologist Class VI 
Ai mait addressed to me shall be secelved and in life, Certificate, 
“A message box shall be placed In all Scien- 


tology Organizations so that any messages for 
ge may be received by me,” y 
AML HCO Personnel and Scientology Personnel 
not discourage See to mo.“ 
4% am always willing to help. > 
omy my own creed, a being is only as valuable 
@8 he can serve others. : 


‘Prerequisites: HPA Class III or Clear (or old HPA/HCA Certificate). 


PRICE: $775.00 or $736.25 for Advanced Payment by Mail 


Take a FREE 6 months’ 
Scientology ENROL IN ADVANCE 
Membership! Send your cheque or money order now to: 
The Advance Schedulln FCC an se On ened oo 8 
Expand 8 it pros acet 8 ‘ $ : Dear Registrar, Date eereeerseee seeteeeee 7.9 9 %½½%½%½%%% %% 0 
eee 1 I wish to enrol in advance on the Saint Hill Special Briefing Course, I 
F Street, enclose a cheque / money order for.... . . .. .. . . . . e 
California : My date of arrival will be. . 3 ave 
Write as < Case state OCCT eee eeeeeeeee peosese Name 56252552 4 4444 4 4 2293 8888(864 %%% % 
— ＋ 6 1 Level of training PTrtiitiiiiiti eeesese oT) Address evcccceebevecsese TTT 
Beientology Organization, (Ad l 
4 on back page.) | PryTT IT 3699 Ti %% %%% 
% e % „„ e — 53939 914% % %%% %% e 
Signed seveeeueneeee peeneeetevetececcepeceseooor® 


Ron's valuable data in Scientology books is a treasure-chest for 
Briefing Course students and Preclears alike. 


A student goes through lines for Power Processing g 


The many new auditing rooms (above) were added 
when the rapid expansion at ASHO was realized. 


An excited Scientologist begins her Power Processing at the 
American Saint Hill Organization. 


€ Training drills are practiced until the student is completely 
confident in his ability as an Auditor. 


ASHO’S last Class VII Graduate receives a well deserved hand, 
The Class Vil Course was expanded and up-dated to the Class 


an Saint Hill Special 
Vill Course by L. Ron Hubbard anc ts available at AOLA. 


Thoroughness 1S stressed on the Americ 


Briefing Course. 


tures by 
Beminar. 


representative . 
McMaster, which showed in the glowe 
fog faces of the audience after the 
lecture. 

Saturday evening an Open House was 
held at ASHO with light entertainment 
end a buffet being served.“ 

The people became quickly familiar with 
the’ plexsing high-toned environment 
60 common to ASHO, 

‘The next day Captain Bill Robertson 
of the Sea Org. gave a quick summary 
et recent Sea Org. activities along 
with a true picture of the position of 
Bolentology in relation to other orgahl- 
gations on this planet. 

The entire day was filled with excite- 
ment and gaiety, Sunday evening was 
“highlighted with full entertainment by a 
brilliantly costumed Cabaret, Shortly 
theréafter began the To The Stars Party 
headlined by the Dieneyland’ Dateliners. 
Full festivities were in play and the 
whole Palladium came alive with the 
music and dance. This Congress -was 
truly To The Stars. 


Freedom. 


FIRST GET PROCESSING IN THE HUBBARD 

GUIDANCE CENTRE OF YOUR NEAREST 
SCIENTOLOGY ORGANIZATION UP TO GRADE IV. 
You are then qualified to obtain Power Processing (no, 
ng or prerequisite required.) 


other traini 


GET POWER 


Power Processing, administered by the effortless 
skill of Class VII.. .. . ond supervised by CLASS 
VIII Auditors, releases you from the factors inhibiting 
your power and enables you to become a Power Release 
It is a major step on your way to Clear and Total 


Write to ASHO for details! 


LAMONT JOHNSON TRIO 
At Asho’s To The Stars Congress 


LaMont Is asw 8, Class VIM Auditor 

of the erican’ Saint Hill 

Briefing Course. While on Stafi 

„ Be audited Ron's. famous 

Power Processes with total success 

and, was thereafter Course Supervisor 
of the’ 


‘Briefing Course. 

Starting bis musical career on the 
East Coast, LaMont was soon to become 
a * mga Jazz pianist and shortly 
had ows ing company called 
Bun; Moon and Stars Enterprises. z 

“lg 1961 while playing, my career 
was going well but my personal life 
was a lability, After getting my Grades 
through IV the business aspects of my 
career became very simple and I be- 
came confident when handling people, 
Then 1 got Academy Training and my 
whole life’ changed. Music that had 
agemed complicated became so simples 
I was able to knowingly apply the 


data and handle my career more effect 
woly through the use of Standard Tech, 
Everything la simple siace Scientology 
and P'a wioniog.’’ 


CCESS 


- Michaelangelo gave a beautiful example, 


I wish “know this 
Technology. would make Life really once of chiseling a statue. He said the 
— ee figure was already in the block of 


marble and he merely chipped away the 
stone excess till the figure was revealed. 
Auditing is a bit like that - chipping and 
tagging away the excesses until the 


. beauty ot the being beneath is there 
Knowing. There is no express - . Loan audit. 

ing the fantastic and incredable wins Teri Spickler Class VI 
I’ve had on all dynamics. from being 

here at ASHO, It isn't an easy course The Saint Hill Special Briefing Course 
for me, but you couldn’ take it away in. Los Angeles was the most rewarding 
from me if I were offered this whole experience of my life. Ron Hubbard has 


| 
| 


made it possible for us to have the 


15 
i 


each day. ability-to help. other beings on their 

I'm O. T. know wha toad to O. T. For some time T have- 
Scientology was all about until I got postulated acquiring a Scientology 
oh the ‘American Saint Hill Special franchise to do all-I can to make 
Briefing Course. Scientology grow at a maximum rate., 
j Don Slavin ASHSBC Sie starting on thé Course I have 


managed to find a complete Staff - we 
have the Tech & Ethics and are glad 
to be expanding with Scientology. The 
new center in Dallas will start off the. 
return flow for the knowledge I was. 
free to have on this enlightening course, 
Rick Stetzel Class VI 


4 


PPP i me fee tei í 

HN PRO. Graduate Class 
On Friday, April 25th, the first 
sixteen Graduates of Ron's new Publio 
Relations Course were announced at 
AOLA Graduation Ceremonies in Los 
Angeles. This graduation signaled’ the 
beginning of a new eta in Soientology, 
that of 100% Standard Promotion. : 
The graduates came to Los ‘Angeles 
from Orgs and Franchises all over the 
United States, and will be returning 
to their areas to fully organize the new 
push into the Public. 


7 * s 


Tue Public Relations Officers through- 
out the world will be, spearheading a 
push to make Scientology .known as the 
most active and Important group in the 
field of Human Rights as well as to 
bring many thousands of new people 
Into Scientology and onto the Bridge 
of Total Freedom. 

Contact your nearest Org or Franchise 
to find out how you can help with these 
programmes, and to pick up the latest 
dataon Targets and Gung-Ho Groups. 


BUY YOUR MARK V 


E-METER NOW 


The Hubbard Mark V E-Meter (Electrometer) Is a unique electronie 


achievement perfected by L. Ron Hubbard after years of intensive 
research. 


The E-Meter is used to disclose truth to the individual who Is being 
processed and thus free him spiritually, 

The mark V E-Meter is an extremely valuable and vital 
auditing tool which each student on the Road to Clear must own. 

zuy your Mark V E-Meter and learn how to use it as an essential part 
of your academy training at your nearest local Organization. Prepare 


9 


for the Saint Hill Special Briefing Course now. 


Price for your Mark Y E-Meter, in its fine mahogany case and complete 
with full instructions on its care and maintenance, is $140.00 


Cost: Power Processing to Grade V: $1000.00. Less S% 

discount for advance payment: $950.00. * 

Grade VA Kelease A I 6 
Cost: $200.00, Less 5% discount for advance payment: 

$190.00 C s Case 0 

SAINT HILL SPECIAL BRIEFING COURSE STU- * 4 ba ; 
DENTS RECEIVE A 50% DISCOUNT ON ALL > OF j an 
POWER PROCESSING, GRADES V AND VA. West | s Å es, 
Send your check or money order to the Advance Schedule Registrar, 

Americas 


Saint Hill Organization, 2723 West Temple Street, Los 
Angeles, California 90026 ” i 


prevention of ary 


singe blossomed. as an actress and 
oll, in the musical comedy 

version of ‘Tom Jones” in Las 
obot did her Power Processing 


Her immediate Scientology plans 
are to continue Advanced Courses 
At her Clear graduation speech, 
Renee was beautiful and gleaming. 
“As I reached each level I felt. cool. 
I'm in action now. I'm here. I've 
got a lot to do. And it’s a good 
feeling.” : 


DEFINITIONS 


Standard: A definite level or degree of quality 


that is proper and adequete for a specifi 
ose. 


ocessing: That action of actions, governe 


by the technical discipline and codes of Scien» 
of administering a process to @ pre- 


tology, 
clear in order to release or free him, 
Grode; A level of Release or Auditing. 


She is currently playing 


nnd the Solo-Audit Course at ASHO. 


$ 


nizatic ps in the City of Los Angeles, 
y 2 € í GA ZA í 
ANIZATION 


THE ADVANCED ORGANIZATION 


e THE omy CITY w THE 
WORLD TO CONTAIN THE COM = 
PLETE ROAD TO OT. 


This route begins at the Los Angeles 
Organization where the basic. Scien- 
tology Courses are taught. These in- 
clude training drills, definitions and 
the, basic rules of Scientology. 


Lleor: A being who is at knowing and willing 
cause over mental matter, energy, space, and 
wary as regards the first dynamic (survival for 
‘ec self). 

OT: (Operating Thetan) A Clear who has been 
d familiarized with his environment to a point of 
tot al cause over matter, energy, space, time 
end thought, and who is not in a body, There 
sre eight sections of the OT Course, 
Mest: Matter, Energy, Space, and Time. 


BUY 
COPIES 
TO GIVE 


FRIENDS 


BY L. RON HUBBARD 
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TO YOUR 


He arrives! He walks into the.cool, 


dect e whore dee tee e 


making Power Processes. 

Once again, a student, he arrives in 
the AMERICAN SAINT HILL SPECIAL 
BRIEFING COURSE room and takes in 
ALL the data: philosophie inclided, 
with polishing of Technique. 

The Class VI Auditor emerges. Pro- 
fessional, 

He moves on. , to his next step 


ARC: Affinity, Reality and Communication which 
equals understanding. 

Grede: A level of processing in Scientology. 
Cose: The waya person responds to the world 
round him by reason of hie aberrations. 
‘Auditor: One who has been trained {i Scientology 
Technology. An Auditor applies Standard Tech- 
nology to Preclears. 


Precleor: A person who, ‘through Scientology’ 


processing, is learning more ebout himself and 
lifes- 


He turns to the beginning’ of the 
bridge (from chaos to Total Freedom) 


and lends a helping hand 


This is the Bridge to Total Freedom. It takes you sep- 
by step gradiently to a new life and livingness. 


Triple Flows: (1) A flow from you te anothers’ 
(2) from another to you, (3) from e@nother te 
another, It jooks tiye this — 


others — 
another · 


With Dianetics, The Modern Science of 
Mental Health, Ron introduced to the aberrated 
and benighted world of Man the bright reality of . 
the first workable mental technology in all of 
history! The explosive impact of the Truths of 
this book were such that it instantly rose to the 
best sellers list and has remained an International 


best seller ever since. 


Dianetics is a full description of mental anatomy and the poten- 


tial of the mind. 


It shows Man the way out—up to a capable 


human being. Scientology is the road from a capable human 


being to total freedom and power. 


SPECIAL OFFER: 
DIANETICS: 


YOU CAN 
THE MODERN 


BUY 10 COPIES OF 
SCIENCE OF MENTAL 


HEALTH AT HALF PRICE TO GIVE AWAY TO YOUR 
FRIENDS. When you buy the books just inform the Bookstore 
‘Officer that you want to do this and you will receive at once 10 
copies at half price—and you can do this as many times as you 
like! Take advantage of this offer to start all your friends, asso- 
ciates and new acquaintances on their way across the Bridge to 


Clear and Total Freedom! 
Price of one copy: $5.00 (U.S.) 


PRICE OF 10 COPIES AT HALF PRICE: $250 (US) 
~ Buy from The Bookstore of your nearest Scientology Organization listed 


on the back page. 


ie - yor ane t 
8 1 
7 | 
I i 
Nar 5 sam Ballan 0 bat San 


1 ‘your local org a 


50 to the gleaming plateau of 
Clear at AOLA, 

For more than 2,500 years Man has 
dreamed of the state of Clear’ and 
now forthe first time in this universe, 
5 can achieve this state on the 
eating Course at the Advanced 

0 anization. 

n the Grades of Release ono in- 
creasingly disconnects from the 
chains and barriers, of one's reactive 
Etimulous response] mind. But only 


YOUR 


UNITED STATES 
American Saint Hill 


n 
2723 West Temple Stre 
T aan et, 


California 90026 
Telex: 067-262 

LOS ANGELES 

2005 West 9th Street 

Los Angeles 

California 90006 

Cable: Sientology 

Los Angeles 

Telex: 067-262 Westera Union 
HAWAN 

143 Nenue Street 

Aina Haina, Honolula 
Hawaii 96821 

Cable: Sientology Honolulu 

lex: 723-306 


Seattle 


Telex: 723. 


Washington 98119 
Cable: Sciensea Seattle 
Washington 

Telex: 329-626 


WASHINGTON D.C, 
1812 19th Street N.W. 
Washington D.C., 
Cable: Sieatology 
Washington D.C, 
Telex: 440125 
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on the Clearing Course do these 


barriers disappear’ forever and the 
being steps forward fully as himself, 

Prerequisites for the Clearin 

ourse are ‘Grade: VI release an 
SHSBC training or Solo-Audit train- 
ing, all at ASHO. 

Cross the Bridge at-AOLA as fast 
as possible. The entire world looks, 
increasingly to Clears for its loader- 
Ship. Now is the time to make it,- 

Price is $800. Minus 5% discount 
for advance payment you pay, only 
$760. There are no prerequisites 
for advance enrollment, 


ROUTE 


NEW YORK 
49 West 32nd Street 


Telex: 012032 


DETROIT 

12 North Avenue 
Highland Park 
Michigan 48203 

Cable: Sientology Detroit 
MINNEAPOLIS 

3007 Nicollet Avenue 
Minneapolis 

Minnesota 55408 


20009 LAS VEGAS 

308 E. Charleston Bivd. 
Las Vegas, Nevada 89105 
Cable: Sien Las Vegas 


teve Koppelman; ; 


CANADA 
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